78      DOCKETED ITEMS

-9109250016 Safety evaluation supporting amends 159 & 139 to licenses DPR-53 &
DPR-69,resDectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/04. 5pp.
59201:089-59201:093.

9109160211 Application for amend to Licenses DPR-53 & DPR-69,revising TS
4.8.1.1.2x1.1 to allow removal of dedicated Class 1E emergency power source from
shutdown unit for seven days.

CREEUG.C. Baltimore Gas & Electric Co. 91/09/05. Document Control Branch (Doc-
ument Control Desk). 9pp. 59114:001-59114:025.

-9109160213 Proposed tech spec 4.8.1.1.2.d. 1,allowing removal of dedicated class 1E
emergency power source from shutdown unit for seven days.
8 Baltimore Gas & Electric Co. 91/09/05.16pp. 59114:010-59114:025.

9109130008 Forwards FR notice of consideration of issuance of amends to Licenses
DPR-53 & DPR-69.Amends modify TS limiting condition for operation & action require-
ments re insp & maint of shared emergency diesel generator 12.
MCDONALD.D.G. Project Directorate 1-1. 91/09/06. CREEL.G.C. Baltimore Gas &
Electric Co. 2pp. 59107:225-59107:237.

-9109130010 Notice of consideration of issuance of amends to Licenses DPR-53 &
DPR-69 & proposed NSHC determination & opportunity for hearing.Amend allows re-
moval of dedicated Class 1E shared emergency power source for 7 days.
MCCABE.B.C. Project Directorate 1-1. 91/09/06.10pp. 59107:227-59107:237.

9109130214 Notification of 911009 meeting w/util in Rockville.MD to discuss ASME
code.section Xljnservice testing program requirements for flow instrument accuracy.
MCDONALD.D.G. Project Directorate 1-1. 91/09/10. CAPRA.R.A. Project Directorate I-
1. 4pp. 59113:029-59113:032.

9109160132 Provides initial info re addition of new EDGs & mod to existing EDGs,per
NRC 910212 request in SSER.

CREEL.G.C. Baltimore Gas & Electric Co. 91/09/10. Document Control Branch (Doc-
ument Control Desk). 14pp. 59114:262-59114:275.

9109200157 Provides progress of Region I 910220-21 engineering symposium action
itemsjncluding  guidance  on  operability & reportability.endorsing  NSAC-125  for
10CFR59.59 reviews & training of NRC personnel in mod process.
LANNING.W. Region 1 (Post 820201). 91/09/10. CREEL.G.C. Baltimore Gas & Elec-
tric Co. 3pp. 59156:185-59156:187.

9109130128 Grants relief requests 3.1.1.1 re measurement of bearing temps & 4.3.1.1
re Category C relief valve testing.

CAPRA.R.A. Project Directorate 1-1. 91/09/11. CREEL.G.C. Baltimore Gas & Electric
Co. 5pp. 59108:007-59108:011.

9109160154 Advises that NRC has no objections to proposed TS bases changes re vol
& concentration of borated water in boric acid tanks.per 910827 Itr.Revised TS bases
pages encl.

MCDONALD.D.G. Project Directorate 1-1. 91/09/11. CREEL,G.C. Baltimore Gas &
Electric Co. 8pp. 59108:122-59108:129.

9109170247 Forwards amends 160 & 140 to licenses DPR-53 & DPR-69, respectively &
safety evaluation.Amends modify TS for both units per guidance provided in generic Itr
88-17, "Loss of DHR."

MCDONALD.D.G. Project Directorate 1-1. 91/09/11. CREEL.G.C. Baltimore Gas &
Electric Co. 5pp. 59121:326-59121:347.

-9109170249 Amends 160 & 140 to licenses DPR-53 & DPR-69,respectively, modifying
TS for both units per guidance provided in generic Itr 88-17, "Loss of DHR."
CAPRA.RA Project Directorate 1-1. 91/09A11.12pp. 59121:331-59121:343.

-9109170252 Safety evaluation supporting amends 160 & 140 to licenses DPR-59 &
DPR-69,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/11. 4pp.
59121:344-59121:347.

9109180168 Forwards amends 161 & 141 to licenses DPR-53 & DPR-69, respectively &
safety evaluation.Amends change specific titles of managers throughout TS.section
e.O.administrative controls.

MCDONALD.D.G. Project Directorate 1-1. 91/09/11. CREEL.G.C. Baltimore Gas &
Electric Co. 6pp. 59134:103-59134:159.

-9109180169 Amends 161 & 141 to licenses DPR-53 & DPR-69,respectively, changing
specific titles of managers throughout TS section e.O.administrative controls.to be con-
sistent w/organization of util at Calvert Cliffs facilities as of 901001.
CAPRA.RA Project Directorate 1-1. 91/09/11. 47pp. 59134:108-59134:154.

-9109180170 Safety evaluation supporting amends 161 & 141 to licenses DPR-53 &
DPR-69,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/11. 4pp.
59134:155-59134:159.

9109270074 Requests response to encl info re activities at facility that require further
investigation.EncI withheld (ref 10CFR2.790(b)).

HEHL.C.W. Region 1 (Post 820201). 91/09/13. CREEL.G.C. Baltimore Gas & Electric
Co. 5pp. 59216:318-59216:322.

9109270210 Requests written determination of responsibility from NRC under refer-
enced authorities.

WEYENBERG.T.G.   Whiting   Corp.   91/09/16.   POTATOVS.U.   Vendor   Inspection
Branch. 19pp. 59252:305-59252:322.

9109190267 Notification of 910919 meeting w/util in Rockville.MD to discuss licensee
proposed change to Tech Specs to allow use of temporary emergency diesel genera-
tor while maint performed on one emergency diesel generator.
HOWE.A.G.    Project   Directorate   1-1.   91/09/17.    MURLEY.T.E.,    MIRAGLIA.F.,
RUSSELL.W. NRC - No Detailed Affiliation Given. 7pp. 59165:353-59165:359.

9109200052 Forwards request for addl info to enable NRC to continue to review 910905
application for amends to Licenses DPR-53 & DPR-59 re temporary diesel generator.
MCDONALD.D.G. Project Directorate 1-1. 91/09/17. CREEL.G.C. Baltimore Gas &
Electric Co. 4pp. 59168:329-59168:332.

9109270091 Informs of completion of activities required by NRC Generic Ltr 88-1 ^In-
strument Air Supply Sys Problems Affecting Safety-Related Sys.
CREEL.G.C. Baltimore Gas & Electric Co. 91/09/20. Document Control Branch (Doc-
ument Control Desk). 3pp. 59222:066-59222:068.

Q. inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049. "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.RE. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York. Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109250007 Forwards amends 159 & 139 to licenses DPR-53 & DPR-69 & safety
evaluation.Arnends revise TS to provide required snubber visual insp intervals based
on number of operable snubbers found during previous insp in proportion of size.
MCDONALD.D.G. Project Directorate 1-1. 91/09/04. CREEL.G.C. Baltimore Gas &
Electric Co. 4pp. 59201:066-59201:093.

-9109250012 Amends 159 & 139 to licenses DPR-53 & DPR-69,respectively, revising
TS to provide required snubber visual insp interval based on number of inoperable
snubbers found during previous insp in proportion of size.
CAPRA.R.A. Project Directorate 1-1. 91/09/04. 20pp. 59201:070-59201:088.

-9109250016 Safety evaluation supporting amends 159 & 139 to licenses DPR-53 &
DPR-69.respectively.

*   Office of Nuclear Reactor Regulation. Director (Post 870411). 91/09/04. 5pp.
59201:089-59201:093.

9109130008 Forwards FR notice of consideration of issuance of amends to Licenses
DPR-53 & DPR-69.Amends modify TS limiting condition for operation & action require-
ments re insp & maint of shared emergency diesel generator 12.
MCDONALD.D.G. Project Directorate 1-1. 91/09/06. CREEL.G.C. Baltimore Gas &
Electric Co. 2pp. 59107:225-59107:237.

-9109130010 Notice of consideration of issuance of amends to Licenses DPR-53 &
DPR-69 & proposed NSHC determination & opportunity for hearing.Amend allows re-
moval of dedicated Class 1E shared emergency power source for 7 days.
MCCABE.B.C. Project Directorate 1-1. 91/09/06. 10pp. 59107:227-59107:237.

9109130225 Discuses pressurizer surge line thermal stratification per NRC Bulletin 88-
011.Final rept.detailing completion of all bulletin action items,expected by 911231.
MCDONALD.D.G. Project Directorate 1-1. 91/09/09. CREEL.G.C. Baltimore Gas &
Electric Co. 4pp. 59113:025-59113:028.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

R. Periodic operating reports & related correspondence

9109050213 Forwards "Calvert Cliffs Nuclear Power Plant Effluent & Waste Disposal
Semiannual Rept for Second Quarter 1991" & incomplete Rev 1 to CP607, "ODCM."
CREEL.G.C. Baltimore Gas & Electric Co. 91/08/30. Document Control Branch (Doc-
ument Control Desk). 1p. 58998:318-58998:350.

-9109050217 "Calvert Cliffs Nuclear Power Plant Effluent & Waste Disposal Semiannu-
al Rept for Second Quarter 1991."

*  Baltimore Gas & Electric Co, 91/06/30. 32pp. 58998:319-58998:350.

9109170332 Forwards monthly operating repts for Aug 1991 for Calvert Cliffs Nuclear
Power Plant Units 1 & 2 & summary of operating experience for Jul 1991 for Unit 1.
DENTON.R.E. Baltimore Gas & Electric Co. 91/09/13. Document Control Branch
(Document Control Desk). 2pp. 59136:001-59136:014.

-9109170334 Monthly operating repts for Aug 1991 for Calvert Cliffs Nuclear Power
Plant Units 1 & 2.
SHANLEY.L Duke Power Co. 91/08/31. 11pp. 59136:003-59136:013.

V. Operator Examinations

9109270058 Provides invitation to attend power reactor operator license examiners/
training manager meeting on 911106-07 to provide forum for discussion of various
topics & issues re operator licensing function.

HODGES.M.W. Region 1 (Post 820201). 91/09/19. CREEL.G.C. Baltimore Gas &
Electric Co. 5pp. 59216:268-59216:272.
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F. Security, medical, emergency & fire protection plans

9109240286 Forwards safety insp repts 60-289/91-17 & 50-320/91-12 on 910715-
19.No violations noted.Licensee implementing effective emergency preparedness pro-

SoYNER,J.H. Region 1 (Post 820201). 91/09/12. BROUGHTON.G.T. General Public
Utilities Corp. - GPU Service Corp. 4pp. 59184:153-59184:165.

-9109240290 Safety insp repts 50-289/91-17 & 50-320/91-12 on 910715-19. No viola-
tions noted.Major areas inspected:emergency preparedness program.changes to im-
plementing procedures particularly classification procedures & mgt & control.
AMATO.C.G. Region 1 (Post 820201). 91/09/12. 9pp. 59184:157-59184:165.gency diesel generator 12.
